AMENDMENT NO. 1 MAY 2018 
TO 
IS 11850 : 1998 AUTOMOTIVE VEHICLES — ODOMETER 
SYSTEMS — METHOD OF EVALUATION 


(First Revision) 
(Page 1, clause 2.3) — Substitute the following for the existing clause: 
‘2.3. The vehicle in the kerb weight condition as per IS 11422 or IS 9211 plus a 


maximum of 180 kg for the driver, testing personal and any necessary 
equipment or instrumentation.’ 
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